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NARA RG104, Entry 1, Box 160 


Mint of the United States at Philadelphia, Pa., 
Coiner’s Department. 
November 26, 1889 


Wm. S. Steel 
Chief Coiner 


Dear Sir 
In compliance with your request I respectfully tender this as my resignation. 


Yours Respectfully, 
John McCormick 


